
Apartments For Rent Dekalb 



1550 West Stonehenge • Sycamore 2 Bedroom Apartment 




Rent: $590.00 Floor Plan 



Approximately 850 
square feet 
Forced gas air heat 
Air Conditioning 
Gas Stove 
18 cubic foot 
refrigerator 



40-gallon water 
heater 

Ceiling fans in 
bedrooms 
Phone and cable 
hook-ups 

Drapes throughout 



1029 West Ridge • DeKalb 4 Bedroom Apartment 




Features: Floor Plan 

•1100 square feet of living 
space 

•Central Air Conditioning 
•Gas-forced heat 
•Washer and dryer 
•Dishwasher 
•Electric Stove 
•Microwave 



•18 cubic foot frost-free 
refrigerator 
•Garbage disposal 
•Phone jacks in 
bedrooms 
•40-gallon water 
heater 

•2 full bathrooms 



701 Lucinda • DeKalb 2 Bedroom Townhouse 




Rent: $780.00 



Floor Plan 




Features: 

Across from Student Center 
960 square feet of living space 
Central Air Conditioning 
Gas-forced heat 
Washer and dryer 
Dishwasher 
Electric stove 
Microwave 





Large efficient closets 

18 cubic foot frost-free refrigerator 

Garbage disposal 

Phone jacks in bedrooms 

40-gallon water heater 

lfull bathroom 

Drapes throughout 

Double security locks 



Westport Apartments 1021-1039 West State Street • Sycamore 2 

Bedroom Apartment 




Rent: $590.00 

•Approximately 850 square 
feet 

•Zoned electric heat 
•Air Conditioning 
•Electric Stove 
•18 cubic foot refrigerator 
•40-gallon water heater 



Floor Plan 

•Ceiling fans in 
bedrooms 
•Phone and cable 
hook-ups 

•Drapes throughout 
•Patio/Balcony 
•Garage Option $50.00 
(when available) 



248 Maertz Drive • Sycamore 2 Bedroom Apartment 



Rent: $590.00 

Approximately 800 
square feet 
Zoned electric heat 
Air Conditioning 
Electric Stove 
18 cubic foot 
refrigerator 



Floor Plan 

One mature cat 
allowed with a $200 
non-refundable 
deposit 

40-gallon water 
heater 




For more information please visit site 
http://www.laingmanagement.com 



